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WATERBURY HOSPITAL HEALTH CENTER-ED ROUTINE RECORD 


31 yr 


Loc:5 


Vcni. rate 
PR interval 
Q_RS duration 
QT-'QTc 
P-R-T axes 


41 BPM 

* rns 

122 ms 

544/448 ms 

* 116 9 


Sinus rhythm with A-V dissociation 

When compared with ECG of Oct. 18, 2004 at 20:21 

Heart block has replaced sinus rhythm 
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